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A  Photographic  Copying  Machine 


HISTORY 


HE  PHOTOSTAT  was  perfected  in  its  present  form  and 


placed  on  the  market  in  1911.  It  immediately  created  intense 


and  widespread  interest  because  it  embodied  the  simplest 
method  that  had  ever  been  devised  for  making  photographic  copies 
direct  upon  paper  without  the  necessity  of  preparing  a  transparent 
negative. 

The  application  of  photography  to  commercial  use  was  not  new, 
but  up  to  that  time  the  methods  employed  had  always  been  cumber¬ 
some  and  expensive  and  not  suitable  for  general  business  use.  Under 
the  most  favorable  conditions  the  operation  took  considerable  time, 
required  expert  knowledge  and  the  final  cost  was  excessive. 

The  Photostat  is  the  first  machine  that  made  photography  prac¬ 
tical  for  general  commercial  copying  purposes.  Its  simplicity  of  con¬ 
struction  and  almost  automatic  operation  reduce  both  the  process  and 
the  cost  to  the  very  minimum  :  a  roll  of  special  sensitized  paper  with 
chemicals  to  develop  and  fix  the  prints  as  taken,  held  in  the  machine 
itself  ;  water  to  wash  and  a  blotter  to  dry  the  prints,  are  all  that  are 
required  except  a  few  minutes  of  ordinary  labor  necessary  to  turn  a 

handle,  pull  out  the  prints  and  wash  them.  Positively  no  expert  knowl¬ 
edge  is  required,  —  no  negative, —  no  dark  room,  and,  most  important  — 
NO  POSSIBILITY  OF  ERROR  IN  THE  COPY. 

The  practical  use  of  the  Photostat  for  copying  purposes  is  now 
fully  demonstrated  and  hundreds  of  these  machines  are  in  daily  oper¬ 
ation,  copying  a  wide  range  and  variety  of  work,  in  the  United  States, 
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and  many  foreign  countries  including  Canada,  England,  Germany, 
France,  etc.,  etc. 

A  weekly  output  of  several  miles  of  sensitized  paper  is  necessary 
to  supply  the  machines  already  in  operation  and  is  manufactured  of  a 
uniform  standard  in  the  United  States,  Canada  and  England  to  meet 
this  demand. 

WHAT  IT  DOES 

The  Photostat  is  used  by  hundreds  of  enterprising  concerns  — 
financial,  manufacturing,  railroad,  insurance,  bonding,  public  sendee, 
mining  companies,  etc.,  by  libraries,  record  offices,  government  and 
municipal  departments,  etc.,  etc.,  for  copying  a  great  variety  of  work 
including  : 

Tracings 
Blue  Prints 
Ink  Drawings 
Maps 

Specifications 
Cost  Sheets 
Tabulations 
Shop  Orders 

Complicated  Orders  (especially  those 
containing  sketches) 

Data  for  Note  Books 
Card  Records 

Cuts  and  Drawings  for  Patent  Work 

Drawings  and  Illustrations  for  Sales¬ 
men 

Small  Tools  and  Machine  Parts 

Lace  Curtains  and  Other  Expensive 
Textile  Fabrics,  for  Sample  Pur¬ 
poses,  etc. 

Documents  and  Rare  Books  in  Libra¬ 
ries,  Archives,  Record  Offices,  Mu¬ 
seums,  etc.,  etc. 

The  United  States  Government  employs  the  Photostat  in  each 
of  the  several  Departments  in  Washington.  The  special  report  of  the 


Legal  Papers 

Deeds 

Leases 

Contracts 

Checks 

Vouchers 

Signature  Cards 

Incoming  Letters 

Bonds 

Coupons 

Mortgages 

Powers  of  Attorney 

Trustees’  Accountings 

Estate  Managers’  Reports 

Abstracts  of  Title 

Train  Reports 

Way  Bills 

Insurance  Papers 

Policy  Applications 

Medical  Examinations 

History  Cards 

Pencil  Drawings 

Sketches 
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President’s  Commission  on  Economy  and  Efficiency  (  Senate  Docu¬ 
ment  No.  293,  Eebruary  5,  1912  )  g-ives  full  data  as  to  the  results  and 
economies  effected  by  the  Photostat  and  states  :  “  that,  if  used  to 


No.  1  Photostat 

the  extent  to  which  adapted,  an  annual  economy  of  not  less  than 
$100,000,  and  possibly  two  or  three  times  that  sum,  can  be  secured.” 
A  copy  of  this  report  will  be  furnished  upon  request. 

WHAT  IT  IS 

The  Photostat  is  practically  a  large  camera  equipped  with  self- 
contained  developing  and  fixing  arrangements.  It  is  fitted  with  a  con¬ 
venient  copy  holder,  with  graduated  scales  for  focusing  quickly  and 
accurately,  and  with  simple  automatic  devices  for  measuring  and 
handling  the  prints.  The  materials  and  workmanship  are  of  the  best, 
and  it  is  so  well  designed  and  so  easy  to  operate  that  it  is  almost 
automatic. 

The  Photostat  is  equipped  with  the  Bausch  &  Eomb-Zeiss  Tessar 
anastigmat  lens  which  gives  a  clear,  sharp  definition,  and  is  admit- 
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tedly  the  best  lens  for  the  purpose.  The  lens  is  fitted  with  a  prism 
which  acts  to  invert  the  image  made  by  the  lens  so  that  the  prints 
when  taken  are  in  correct  position,  reading  from  left  to  right  in  the 
ordinary  wa)v 

HOW  IT  OPERATES 

A  roll  of  specially  sensitized  paper  is  held  in  the  machine  and  the 
subject  to  be  copied  is  photographed,  in  a  few  seconds  exposure, 
directly  upon  the  paper.  The  paper  photograph  is  then  wound  directly 
into  the  developing  bath  without  being  touched  by  hand,  and  is  cut 
from  the  roll  by  the  pull  of  a  lever.  In  thirty  seconds  the  print  is 
developed  and  then  drawn  into  the  fixing  bath,  where  it  remains 
while  subsequent  copies  are  being  taken  in  the  same  manner.  When 
the  desired  number  have  thus  been  made,  they  are  removed  from 
the  fixing  bath  to  a  tank  of  circulating  water,  which  quickly  washes 
the  prints  free  from  chemicals.  The  prints  are  then  dried  between 
blotters,  or  laid  on  cheesecloth  stretchers,  or  by  passing  them  rapidly 
through  a  heated  mangle.  This  completes  the  process  and  the  prints 
are  then  ready  for  use.  The  whole  operation  is  extremely  simple, 
takes  but  a  few  minutes  to  complete,  and  requires  no  expert  knowledge 
of  photography  by  the  operator. 

LIGHTING  COPY 

The  Photostat  may  be  operated  in  daylight  providing  it  is  possi¬ 
ble  to  secure  an  even  distribution  or  diffusion  of  the  light  over  the 
subject.  Where  considerable  copy  work  is  to  be  done  it  is  advisable  to 
use  artificial  illumination. 

P'or  rapid  and  uniform  work  we  recommend  the  use  of  electric 
lamps.  A  standard  equipment  of  two  mercury  vapor  lamps,  adapted 
for  either  alternating  or  direct  current,  is  manufactured  especially  for 
the  Photostat.  These  lamps  are  not  a  part  of  the  equipment  of  the 
Photostat,  but  they  can  be  furnished  with  the  machine  on  order,  or 
the  purchaser  can  bu)'  them  direct  from  the  manufacturers. 
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HOW  MUCH  ROOM  IT  TAKES 

The  Photostat  when  assembled  requires  a  space  of  at  least  ten 
by  twelve  feet.  This  is  not  to  be  construed  as  the  over-all  measure¬ 
ment  of  the  apparatus,  but  for  the  convenience  of  the  operator  in  mak¬ 
ing  exposures,  adjusting  the  camera,  and  washing  the  finished  prints, 
a  space  the  size  mentioned  is  advisable  and  is  recommended. 

It  is  advisable  to  operate  the  Photostat  in  a  room  where  running 
water  is  convenient  and  which  is  wired  for  electricity.  Whether  the 
room  has  windows  open  to  daylight  or  not  is  of  no  consequence. 

The  Photostat  can  be  set  up  with  the  lens  facing  the  light  of  a 
window  without  fear  of  annoyance  in  exposing. 

The  Model  No.  i  Photostat  stands  about  five  and  one-half  feet 
high  and  occupies  a  floor  space  of  about  three  feet  in  width  and  eight 
feet  in  length. 

The  Model  No.  2  Photostat  has  approximately  the  same  width 
but  is  about  one  foot  longer  and  one  foot  taller. 


No.  2  Photostat,  with  Engineering  Copyboard 
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THE  PRINTS 

The  finished  Photostat  print  is  striking  in  appearance,  and  is 
most  legible.  The  blacks  and  whites  of  the  original  subject  are  reversed; 
that  is,  a  Photostat  copy  of  a  printed  page  shows  sharp  white  letter¬ 
ing  on  a  dark  background,  and  the  varying  shades  of  other  colors 
appear  in  different  shades  of  grays  and  blacks.  But  while  the  colors 
are  reversed,  the  writing  and  lines  are  copied  in  their  correct  position, 
reading  from  left  to  right  as  in  the  original,  and  all  portions  of  large 
or  small  documents  or  drawings,  are  produced  in  their  relative  sizes. 
When  a  copy  with  black  letters  on  a  white  background  is  desired  it 
can  be  produced  by  simply  using  the  first  Photostat  print  in  place  of 
the  original  to  copy  from,  and  the  desired  result  is  obtained. 

The  action  of  the  lens  tends  to  greatly  sharpen  the  appearance  of 
the  letters,  or  lines,  and  the  contrasts  are  so  marked  it  is  possible  to 
photograph  most  subjects  to  a  very  reduced  size  without  the  loss  of 
legibility.  This  is  often  a  great  advantage,  as  in  the  case  of  copying 
large  drawings  or  blue  prints,  the  reduced  copy  being  perfectly  legible 
and  much  more  convenient  to  handle  or  file. 

The  Photostat  prints  are  absolutely  permanent  and  will  not  fade 
when  properly  developed,  fixed  and  washed. 

THE  PAPER 

The  sensitized  paper,  which  is  of  the  strongest  and  most  durable 
quality,  is  manufactured  expressly  for  the  Photostat  by  the  Eastman 
Kodak  Co.  and  is  the  best  paper  that  they  can  produce  for  this  purpose. 
It  is  made  in  several  standard  weights,  of  proper  widths  to  fit  the  dif¬ 
ferent  sizes  of  Photostats,  and  is  put  up  in  convenient  rolls  350  feet 
in  length  for  loading  directly  into  the  machine. 

COLORED  WORK 

The  special  emulsion  with  which  the  paper  is  coated  is  so  highly 
orthochromatic  that  almost  any  color  or  combination  of  colors  may  be 
readily  photographed,  the  results  appearing  in  grays  and  blacks. 
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according  to  the  relative  depths  of  the  original  colors.  This  is  a  most 
important  feature,  as  subjects  in  purple  typewriting,  colored  inks,  blue 
prints,  stamped  markings,  seals,  colored  lithographs,  fabrics,  etc.,  may 


all  be  easily  be  copied.  The  PHOTOSTAT  paper  has  a  distinct  advantage 
over  all  other  commercial  photographic  paper  in  this  respect. 


SIZES  OF  PRINTS 

The  size  of  the  print  is  limited  by  the  size  of  the  Photostat  used. 

Model  No.  i  Photostat  will  produce  a  print  1 1  inches  wide 
by  14  inches  long,  or  smaller,  and  is  equipped  with  a  copyboard  to 
hold  subjects  up  to  40  x  33  inches,  or  Bookholder  copyboard  for  books 
or  smaller  subjects. 

Model  No.  2  Photostat  will  produce  a  print  13  inches  wide  by 
18  inches  long,  or  smaller,  and  is  equipped  with  a  copyboard  to  hold 
subjects  up  to  40  X  29  inches,  or  Bookholder  copyboard  for  books  or 
smaller  subjects. 


The  PHOTOSTAT 
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Special  Models  are  built  to  order  that  will  produce  prints  up  to 
i8  X  22  inches  with  a  copyboard  to  hold  subjects  up  to  4^  x  40  inches, 
or  Bookholder  copyboard  for  books  or  smaller  subjects. 

Subjects  larg-er  than  the  copyboard  will  hold  may  be  hung  on  a 
screen  and  photographed  in  the  same  manner. 

Paper  in  rolls  of  narrower  width  than  1 1  inches  is  supplied 

See  price  list  page  14. 


COST  OF  PRINTS 

The  price  of  the  sensitized  paper  is  determined  by  the  width  and 
o-rade  used.  It  is  sold  by  the  running  foot.  The  developing  and  fix- 
ing  powders  are  put  up  in  convenient  boxes  with  full  directions  as  to 


Showing  Paper  Box  Loaded  in  Magazine 

use.  Each  package  contains  enough  chemicals  to  develop  and  fix 
about  eighty  ^  I4  Il'ich  prints. 
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The  total  cost  of  paper  and  chemicals  j^er  print  is  as  follows  : 

No.  I  Photostat  —  Print  iiy^  x  14  inches,  (Iracle  A  or  B,  costs 
5  ^  cents  per  print. 

No.  2  Photostat  —  Print  13  x  18  inches,  Grade  A  or  B,  costs  8 
cents  per  print. 

For  shorter  lengths  or  narrower  widths  the  cost  is  proportionally 
less  and  for  heavier  grades  of  paper  proportionally  more. 

The  Photostat  is  so  easily  focused  by  means  of  the  graduated 
scales  that  a  great  variety  of  work  may  be  quicklv  handled.  An  aver¬ 
age  operator  can  easily  make  and  deliver  thirtv  or  more  prints  per 
hour.  If  desired  a  light  tight  box  may  be  used  to  receive  the  prints 
in  place  of  the  developing  and  fixing  outfit.  The  prints  are  then 
rapidly  exposed  and  passed  into  the  dark  box  at  the  rate  of  ten  to 
fifteen  seconds  per  print,  and  when  the  box  is  loaded  it  is  removed  to 
a  dark  room,  where  the  prints  are  developed  all  together.  The  output 
of  a  single  Photostat  may  be  greatly  increased  by  this  arrangement 
and  a  considerable  reduction  in  labor  cost  effected. 

WHAT  IT  SAVES 

It  is  difficult  to  realize  the  striking  time  saving  features  of  the 
Photostat  as  a  copying  device.  To  attain  similar  results  bv  an^'  other 
process  is  either  wholly  impossible  or  entails  an  excessive  amount  of 
skilled  labor  and  the  element  of  human  error  is  ever  present.  A  pho¬ 
tograph  must  of  necessit}'  be  an  exact  copv.  No  checking  of  the 
copy  is  therefore  necessary ;  errors  are  absolutely,  eliminated. 

The  time  saved  by  the  Photostat  method  is  an  item  of  greatest 
importance  in  figuring  the  cost  as  against  anv  other  method.  The 
copy  is  made  and  read}'  for  use  within  a  very  few  minutes. 

In  copying  drawings,  blue  prints,  etc.,  the  PinrrosTAT  process 
eliminates  any  necessary  tracing,  and  in  the  case  of  copying  legal 
documents  and  other  matter  of  a  similar  nature,  where  a  large  amount 
of  hand  copying  is  often  necessar}',  the  speed  and  accuracv  of  the 
Photostat  process  effects  remarkable  economies. 
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Since  the  Photostat  prints  are  not  reproduced  from  negatives 
but  are  direct  reproductions  from  the  originals  themselves,  they  may  be 
presented  as  good  legal  evidence.  The  Department  of  Justice  at 
Washington  uses  the  Photostat  to  great  advantage  and  often  the 
most  confidential  documents  are  copied  without  any  knowledge  on  the 
part  of  the  operator  as  to  their  contents. 

The  reproduction  of  ancient  and  fragile  manuscripts  which  will  not 
stand  hand  copying  is  easily  accomplished  by  the  Photostat,  and  the 


Placing  Subject  on  Bookholder  Copyboard 


powerful  lens  restores,  for  permanent  use,  writings  which  have  often 
become  illegible  to  the  eye.  It  should  also  be  remembered  that  all 
Photostat  prints  are  permanent  and  will  not  fade  if  properly  devel¬ 
oped,  fixed  and  washed. 

Every  purchaser  of  a  Photostat,  without  exception,  has  saved 
money  and  has  frankly  and  openly  given  the  machine  full  credit  for 
doing  it.  We  quote  a  few  instances  as  follows: 
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(A)  “My  work  done  by  the  Photostat  is  costing*  me  $io,  where 
it  formerly  cost  me  $ioo.” 

(B)  “The  saving  to  us  is  $200  per  month.” 

(C)  “Our  saving  is  $1,800  per  year.” 

(D)  “It  has  enabled  us  to  close  down  a  tracing  office  formerly 
employing  ten  tracers.” 

(E)  “It  has  saved  its  cost  in  less  than  three  months.” 

(F)  Asserts  that  they  are  showing  a  saving  of  $250  a  month  by 
the  use  of  the  Photostat,  because  it  does  for  them  work  which  was 
previously  being  done  by  two  draftsmen  and  a  stenographer. 

Hundreds  of  others  could  be  quoted  but  these  serve  to  suggest  the 
economies  which  can  be  effected  by  the  use  of  the  Photostat. 

It  is  well  worth  your  time  to  investigate  and  prove  this  for  yourself. 


MAINTENANCE 

With  ordinary  care  the  cost  of  maintenance  of  the  Photostat  is 
practically  nothing.  All  that  is  required  to  keep  the  machine  in  per¬ 
fect  working  order  is  to  remove  the  solutions  at  the  end  of  the  day’s 
work  and  wipe  the  parts  dry,  which  may  be  done  in  five  minutes. 

An  effort  has  been  made  in  the  foregoing  pages  to  explain  as 
briefly  as  possible  what  the  Photostat  is  and  to  indicate  what  it  does 
and  how  it  may  be  used  to  advantage. 

We  publish  a  manual  giving  a  detailed  description  of  the  method 
of  operating  the  Photostat.  This  will  be  sent  on  request  and  full 
information  given  as  to  the  best  way  to  handle  any  special  class  of  work. 

We  sell  direct  to  the  consumer,  both  the  Photostat  and  its  Sup¬ 
plies,  which  are  manufactured  exclusively  for  us  by  the  Eastman 
Kodak  Company. 

The  Photostat  Saves  Labor  and  Makes  No  Mistakes 
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PRICE  LIST 

Model  No.  1  PHOTOSTAT,  complete,  with  Bookholder  or  Engineering 
copyboard  (250  feet  of  Photospat  paper  and  two  boxes  each  of  developer 
and  fixing  powder,  are  included  for  purposes  of  demonstration  and  instruc¬ 
tion  in  operating)  (Shipping  Weight,  550  Lbs.) . $500  00 

Model  No.  2  PHOTOSTAT,  complete,  with  Bookholder  or  Engineering 
copyboard  (250  feet  of  Photostat  paper  and  two  boxes  each  of  developer 
and  fixing  powder,  are  included  for  purposes  of  demonstration  and  instruc¬ 
tion  in  operating)  (  Shipping  Weight,  900  Lbs.) .  750  00 

Interchangeable  Bookholder  Copyboard .  25  00 

Interchangeable  Engineering  Copyboard .  25  00 

PHOTOSTAT  PAPER 

For  No.  1  PHOTOSTAT; 

Grade  A  or  B  per  roll,  350  feet  by  inches  ^^■ide . 14  00 

Grade  A  or  B  per  roll,  350  feet  by  9G  inches  wide . 11  60 

Grade  A  or  B  per  roll,  350  feet  by  8H  inches  wide . 10  50 

Grade  C  per  roll.  125  feet  by  10  inches  wide . 10  50 

Grade  D  per  roll,  250  feet  by  IIG?  inches  wide . 19  20 

For  No.  2  PHOTOSTAT: 

Grade  A  or  B  per  roll,  350  feet  by  13  inches  wide . 16  00 

Grade  A  or  B  per  roll,  350  feet  by  IIP2  inches  wide . 14  00 

Grade  A  or  B  per  roll,  350  feet  by  9H  inches  wide . 11  60 

Grade  C  per  roll,  125  feet  by  10  inches  wide . 10  50 

Grade  D  per  roll,  250  feet  by  13  inches  wide . 21  70 

Grade  D  per  roll,  250  feet  by  11 inches  wide . 19  20 

PHOTOSTAT  Paper,  Grade  C,  is  Post  Card  Weight. 

PHOTOSTAT  Paper,  Grade  D,  has  Glossy  Surface. 

PHOTOSTAT  Developing  Powder,  per  package .  0  45 

Per  case  of  24  packages .  9  72 

PHOTOSTAT  Acid  Fixing  Powder,  per  package .  0  20 

Per  case  of  72  packages . 12  96 

Light  Tight  Box,  for  receiving  exposed  sheets,  for  development  outside  of 

machine.  For  Xo.  1  Photostat  .  5  00 

For  No.  2  Photostat  .  7  50 

The  Photostats  are  shipped  freight  prepaid  to  all  points  in  the  United  States 

All  other  prices  are  F.  O.  B.  Rochester,  N,  Y. 

Terms  Net  Cash. 

COMMERCIAL  CAMERA  COMPANY 

343  STATE  STREET 
ROCHESTER,  N.  Y. 


